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!- Le , C , t f iRal equlplaent fQctor Y Swlebodzice near Walbrrych 
18 Sv4.ebod.zickie Zaklady Wytvorcze Aparatury Precyzy Jnc.1 , 

background 

"This factory was baddy damaged during World War II and thd renttining machinery 
vac removed by the Soviet Army in 1945. Only in X9*f? was ito partial rebuiiaiiig 
started and production was firat resumed in the eecond half of 19^7, Nn* 
factory specializes in the manufacture of precise electrical relay apparatus 
and automatic switches for machines ( przckaznlki zvy klc i nutoraatyezne) . Such 
equipment is used in industrial enterprises, mining and for airplanes • 

Workers and. Equipment 

•Recently the plant has been employing not more than 300 workers. The production 
proceosos are highly mechanized and equipment i* very modern, partly imported 
from Bast Germany and partly of Polish make. 

Organization of Factory 

The plant is divided into the following sections: 

General. Management ana Administration: 


CD 

(2) 

(3) 

(4) 


Administrative sub- section 
Office for drawing and design 
Warehouses 

Industrial Police (consisting of six people under the comue.r.'" of a 
certain ko year-old >/fnu7 Andrze.lewakl . a very active CTonmunlat Party 
member. He la at the same time the political officer of the factory 
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6 , 

V) urigade, consisting of ten people, 

r » **» 

fif &SS 1 J!gSgigS • «* «ee«.,„y electrical eleoeat. i. 

^e^ggr ^^Sril 1 ^? *— * - — — «' - 

Layout of Factory 

fac^r^a descriptLfof^acT 10 ^^ 1 ? 66 * toe electrioal eo«i PB ent 

on loan from the CIA Library .7 ^ 1116 layout plan 01 the -factory available 


(»>) 

( c > 

tt 


C 1 ) 

(?) 

6) 


fr) 


One story miiding 
First floor 


Section for Fire Brigade end Industrial Police 
Recreation Hall * e 


^/U- story building : Varehouoee 


T wo- s tory ottllAlna 
Groundfloor 
First floor 

Second Floor 

One story ouildlng 


1°, i , ha8 bCen = on !e letel >' reconstructed. Section H I 
(Mechanic ;J . department) /?ee Paragraph 5 - Bubheadlag b.7 

appliance-^ produotion of 10010 i warehoused for tools and 
laboratory ; section for mounting of relay apparatus 


Bloc it II now under reconstruction \ I Ot;Y 

(It is ami that the new section fdr Hkmnting r SJEy ^OA 
apparatus will be located in this building.) 

6) gr oundfloor build ing: Electrical Section; reeling of all electrical wires, 

cables, etc.; mounting of rheoctato 

C 6 ) Oue s tory uilding : 

Groundfloor : Repel: workshop; .-ectionf or 'mounting "nr tiJ^-^^guiatbra 

p, an< * time- Getters for machinery 

°° r r fnr tl0n K 11 ^~ r ' eC rQxa6raph 5 - subheading d/. A section 

for new production line of waterproof loams (for shin 
equipment, etc ) has also been established here. 


Cfy Groundf loor 


; Admin i s t rat i v« Section 


( 8 ) i>S£; story -ulldina : 

Groundfloor £' Offices for the management 

First floor r Section for drawing and design 

J ' Qctory i ® Bituated on the corner of Fabryczna and Strzegomaka •! tree to It 

75 me^r^^ng^ TS^ZST^SS ° f 0t ~ t “* «*^*“W* 

Power* 


'Che factory has no power plant of its 
power line in Walbrzych. 


own and receiveo power frai the high tension 


Roy Material and Overtime v’age Hyoten 

S~=5P< zzszl-z £ra sss.*i£Tsjs u “ -r 

Auction tafcta slowed down. After the arrival or .wL^hlp^S^tta cJSSw. 
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vre obliged to work overtime. (For the first two overtime hours they are paid 50# 
more than their ordinary wage-hour pay, end each hour above these two hours ' overtime 
ie paid with 100# more. This 100# pay also applys to work hours on Sundays or holi- 
days). 
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Various Types or Relay Apparatus 

‘’At present f I among the various type of relay apparatus are; 

(a) RUN 2 and RNN 3> used to protect electric motors from overloading ( przcknznik 
nadmiarowo-czagowy ) ; the mechanism being produced for ? or 3-phase performance 

$>). RES and EH, general relay equipment 

EWZN, a complicated time relay which can furnish current for a pre- scheduled 
time only 

(Q B 1 and B 2, oil relays of the German Buchhclz type 

(e) Relay equitaqent used for switching on and off various electric installations and 
mechanisms in a plane. (Thin production is performed within a section completely 
isolated from the rest of the factory, Uorkera not en^loyed in this special 
production are not allowed to pass through this department.) 
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11. ’ From time to time a special military commission visited the section of the plant 

where relay equipment for planes was produced. The workers did not know by which 
organization the commission wan delegated its authority. In general, the coxsalsaion 
was made up of from five to six people, among whom was ft least one officer who 
outranked the others.’ 5 


ILLEGIB 

- end - 


ENCLOSURE (A) : i layout plan of the electrical equipment factory at Rwiebodzlce 

(B):An explanation in Polish of the various types of relay apparatus 
produced at the electrical equipment factory at Cviebodzice^J 

toft KK N 0>L 

7*f/.7 5'5 h 


25X1 

confidentiajJ 


l 


Approved 


For Release 2003/08/07 


CIA-RDP80-00809A000500260 



Approved For Release 2003/08/07 : CIA-RDP80-00809A000500260063-1 


r 


ENCLOSURE (A) 


COHFIDEl.'TItU. 


25X1 


25X1 


A LAYOUT PUN OF TIIE ELECTRICAL EQUIPMENT FACTORY AT SViIELOPEICE 
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